Type of Force Breakdown 
January 1, 2018 - December 31, 2018 


Individual Incidents: 

685 

TYPE OF FORCE 

2018 

Other Control Hold/Takedown 

942 

Other Physical Contact (Fist, Feet, etc.) 

306 

Electronic Control Device 

149 

Blunt/Impact Weapon 

110 

Impact Projectile 

39 

Chemical Spray (e.g. OC/CS) 

28 

K-9 Contact 

28 

Threat of Firearm 

14 

Officer Vehicle Contact 

6 

Carotid Restraint Control Hold 

3 

Discharge of Firearm (Miss) 

2 

Discharge of Firearm (Hit) 

1 

Knife, Blade, or Stabbing Instrument 

0 

Other Dangerous Weapon 

0 

TOTAL 

1628 



Values defined by the California DOJ 
Use of Force Incident Reporting. 


TYPE OF FORCE - TASER 2018 


Values added to data collection 
] form by SJPD. 

These tables represent a breakdown of type of force used by 
individual officers as marked on the Use of Force forms 
submitted by those officers. 

It is not a count of the number of incidents in which force was 
used. 

358 of the 685 incidents represented in these breakdowns 
involve more than one officer. 


Taser-Probes Deployed 

122 

Taser-Drive Stun 

57 

Taser-Probes Deployed (Miss) 

20 

TOTAL 

199 


Source: RMS/Use of Force Form 


San Jose Police Department - Crime Analysis Unit 
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